HE ANGELINA HOTEL 2 

LUFKIN, TEXAS 


Leeland Petty, Manager 


“East Texas Finest, Modern Air-Conditioned Hotel” 


a 

cc 


PLACE 
ONE CENT 
STAMP 
HERE 





HOTEL ANGELINA 



(jiffi !j! !jj 


LUFKIN, TEXAS 


2B-H865 










